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Message Text 


UNCLASSIFIED POSS DUPE 

PAGE 01 LIMA 06199 041725Z 

46 

ACTION COME-OO 

INFO OCT-01 ARA-10 ISO-OO EB-07 /018W 

070806 

R 041603Z AUG 75 
FM AMEMBASSY LIMA 
TO SECSTATE WASHDC 6150 

UNCLAS LIMA 6199 

E.O. 11652: N/A 
TAGS: BEXP, PE 

SUBJECT: MAJOR PROJECT: JAEN BAGUA AND LIMA HOSPITALS 

REF: STATE UNCLAS 179675 

1. EMBASSY REPRESENTATIVE DISCUSSED MATTER PER REFTEL WITH 
INGENIERO RAUL SILES, HEAD OF THE BUREAU OF CONSTRUCTION, EQUIPMENT 
AND MAINTENANCE OF HEALTH BUILDINGS (DIRECCION DE CONSTRUCCION. 
EQUIPAMIENTO Y MANTENIMIENTO DE LCALES DE SALUD) OF THE PERUVIAN 
MINISTRY OF HEALTH, WHO STATED THAT THE PROJECTS FOR THE 
CONSTRUCTION OF THE JAEN-BAGUA AND LA MERCED HOSPITALS WERE 
BEING DISCUSSED WITH IDB AND REQUESTED THAT INSTEAD OF WRITING 
THE PERUVIAN MINISTRY OF HEALTH U.S. HOSPITAL MANAGEMENT FIRMS 
CONTACT IDB DIRECTLY REGARDING THEIR INTEREST IN THESE PROJECTS. 
INGENIERO SILES ALSO STATED THAT THE PROJECT FOR THE NEW HOSPITALS 
IN SOUTHERN LIMA IS PRESENTLY HELD IN SUSPENSE. 

BASED ON TRADITIONAL PREFERENCE LOCAL HEALTH INSTITUTIONS AND 
MEDICAL PERSONNEL HAVE FOR U.S. HOSPITALS AND SURGICAL 
EQUIPMENT AND SERVICES, EMBASSY BELIEVES THAT U.S. SUPPLIERS 
OF MANAGEMENT SERVICES AND EQUIPMENT HAVE A GOOD CHANCE OF 
SUCCESS. 
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